To:  McCarthy,  Gina[McCarthy.Gina@epa.gov];  R8EISC[R8EISC@epa.gov] 

From:  Greg  Winski 

Sent:  Tue  8/1 1/2015  5:09:10  PM 

Subject:  Fwd:  Brinco  Water  Introduction 

Brinco  Water  lntroduction.pdf 

Dear  Ms.  McCarthy,  et  al 


I am  writing  this  letter  in  regards  to  the  various  points  along  the  Animas  River  last  week,  which 
increased  the  harmful  levels  of  lead,  arsenic,  beryllium,  cadmi  um  and  mercury  that  were 
extremely  high  compared  with  acceptable  levels  set  by  the  EPA,  which  are  technically  called 
"maximum  contaminant  levels"  or  "action  levels  for  treatment." 

I am  attaching  information  on  our  company  and  our  ability  to  clean  this  water,  coming  from  the 
Gold  Creek  Mine  with  a 100%  guarantee  that  our  system  is  fully  designed  to  remove  any  and  all 
contaminants,  including  all  metals,  Radon,  Arsenic  and  all  heavy  metals  not  only  from  the  mine, 
but  also  the  Colorado  River  and  anywhere  there  is  a contamination  input.  We  believe  we  can 
begin  to  accomplish  this  project  in  about  6-8  weeks  as  we  do  have  equipment  in  operation  in 
West  Texas. 

Please  review  this  information,  with  references  and  contact  me  at  your  earliest  convenience. 


Regards 

Greg  Winski 

Brinco  Water,  LLC 

CELL:  936-391-5777 


1785132 


ED  000552B  00063018-00001 


1785132 


ED  000552B  00063018-00002 


